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ORIGIN OPIC-06 

INFO OCT-01 NEA-10 ISO-OO EB-07 COME-OO /024 R 

DRAFTED BY OPIC/ID/CA:CHB ATCHEI .DF.R 
APPROVED BY EB/IFD/OIA:RJSMITH 
OPIC/ID/CA:WWJOURDIN 
EB/IFD/OIA:DHSTEBBING 
NEA/ARP:COCECIL (INFO) 


044060 

R 2901 5 8Z SEP 76 
FM SECSTATE WASHDC 
TO AMEMBASSY JIDDA 

UNCLAS STATE 241687 

FROM OPIC 

E.O. 11652: N/A 

TAGS: EINV 

SUBJECT: OPIC INSURANCE PEPPER CONSTRUCTION COMPANY, INTER 
NATIONAL KING FAISAL MEDICAL CITY RIYADH 

REFERENCE: JIDDA 3870 

1 . IN ORDER TO INSURE PEPPER CONTRACTS FOR CONSTRUCTION OF 
CANCER RESEARCH HOSPITAL, PALLETIZED GOODS WAREHOUSE AND 
CONCRETE WATER TANK, OPIC MUST BE SATISFIED THAT UNDER 
SAG'S APPLICABLE PROCEDURES THE FOREIGN EXCHANGE FINANCING 
FOR THE PEPPER CONSTRUCTION CONTRACTS IS AVAILABLE AND 
HAS BEEN COMMITTED TO THE PROJECTS. 

2. REQUEST, THEREFORE, THAT EMBASSY ASCERTAIN FACTS ON 
FINANCING OF THESE PROJECTS IN AS MUCH DETAIL AS POSSIBLE 
AND CABLE TO OPIC. AMERICAN HOSPITAL FACILITIES INC. AT 
RIYADH MAY BE ABLE TO HELP OBTAIN THE INFORMATION IN QUES- 
TION. ROBINSON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: INSURANCE, CONSTRUCTION, HOSPITALS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 SEP 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE241687 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CHBATCHELDER 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760366-1343 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976097/aaaaaffa.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN OPIC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 JIDDA 3870 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 FEB 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 FEB 2004 by MaustMC>; APPROVED <07 JAN 2005 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OPIC INSURANCE PEPPER CONSTRUCTION COMPANY, INTER- NATIONAL KING FAISAL MEDICAL CITY RIYADH 
TAGS: EINV, ECRE, SA, OPIC 
To: JIDDA 
Type: TE 
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